FW:  FW:  Elevators  Down  Midnight  -  8  AM  on  Sun... 


Subject:  FW:  FW:  Elevators  Down  Midnight  -  8  AM  on  Sunday,  July 
lOthhlutchinson  <SFiutchinson@ccala.org>,  Shawn  Bratton 
<sbratton@ccala.org> 

From:  "Suzanne  Flolley"  <SFiolley@downtownla.com> 

Date:  07/05/2016  01:22  PM 

To:  "Brian  Raboin"  <braboin@downtownla.com>,  "Carol  Schatz" 
<cschatz@ccala.org> 

Please  note. 


From:  Erin  Cunningham  [mailto:ECunningham@barkerpacific.com] 

Sent:  Tuesday,  July  05,  2016  11:23  AM 

To:  Erin  Cunningham 

Cc:  Erick  Delahooke;  Alberto  Garcia 

Subject:  Elevators  Down  Midnight  -  8  AM  on  Sunday,  July  10th 

Importance:  High 

Dear  Tenants: 

Please  be  advised  that  starting  at  midnight  on  Saturday  night/Sunday  morning,  and 
continuing  until  about  8  AM  on  Sunday,  all  four  elevators  will  be  completely  out  of 
service.  We  suggest  your  plan  your  visits  to  the  building  before  or  after  this  elevator 
work. 

Feel  free  to  contact  me  should  you  have  any  questions. 

Thanks, 

Erin 

ERIN  CUNNINGHAM  |  Barker  Pacific  Group 

GENERAL  MANAGER 

626  Wilshire  Blvd  |  Suite  900 
Los  Angeles,  CA  90017 
T  213.624.5034  |  F  213.624.1813 
ecunninqham@barkerpacific.com 
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